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1. IDEALIST MSN 3053 AIR ABORT DUE TO MECHANICAL MALFUNCTIONS 
PRIOR TO PENETRATION. 

2. IDEALIST MSN 3054 IS ALERTED FOR SAME SORTIE ON 29 JULY 1961. 
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